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25X1 


RE: 24" F/4. 5 DALLMEYER TELEPHOTO 
28" F/5 CARL ZEISS TRIPLET 


PHOTOGRAPHIC TEST FOR LENS RESOLUTION 


Certified resolution on axis is in excess of 50 lines per m/m 
on Plus-X Film. 
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